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PART II - MISCELLANEOUS NOTIFICATIONS OF INTEREST TO THE PUBLIC 


--X- 


NOTIFICATIONS BY HEADS OF DEPARTMENTS Etc. , 


ENGINEER - IN - CHIEF , 
RURAL WATER SUPPLY AND SANITATION DEPARTMENT , 

VIJAYAWADA , A.P. 


Proes.No.PRR06-29021 ( 31 / 56 / 2018 - SO & B - ECRWSS . 


Dated : 09-11-2021 . 


1 


Sri P. VIJAYA RAJU , DEPUTY EXECUTIVE ENGINEER , RWS & S , SUB - DIVISION , 

PALAKONDA , SRIKAKULAM DISTRICT - RETIREMENT NOTIFICATION - 
CALENDAR YEAR 2022 . 


Ref : 


1 ) Letter No.20 / 2020 / EC2 , dated 19.08.2021 of S.E. , RWS & S Srikakulam . 
2 ) Letter No.B1 / 1073 / EES / DEES / 2015 , Dated 21.08.2021 of S.E. RWS & S , 

Vizianagaram . 
3 ) Letter Rc.No.E4 / 2378 / 2015 , dated 11.8.2021 of S.E. RWS & S , Visakhpatnam . 


NOTIFICATION 


The following Deputy Executive Engineer , RWS & S of Zone - l will retire from service on 
attaining the age of superannuation of ( 60 ) years on the date noted against their names in Column 
( 4 ) of the following statement : 


[ 1 ] 


2 


ANDHRA PRADESH GAZETTE , November 30 , 2021 


Date of birth 


Date of Retirement 


Remarks 


Sl.No. Name of the Deputy Executive Engineer . 
1 

2 
1 

Sri P. Vijaya Raju 


3 


4 


5 


05.07.1962 


31.07.2022 


The above Deputy Executive Engineer , RWS & S of Zone - l is hereby permitted to retire from 
Government Service on attaining the age of Superannuation of ( 60 ) years of age on the date noted 
against his name at Column ( 4 ) of the Table without prejudice to the disciplinary cases if any pending 
against him and also subject to the condition that the disciplinary proceedings shall continue against 

under Article 351 ( A ) of Pension Code and Rule 9 ( 2 ) ( a ) of the A.P. Revised Pension Rules , 1980 
even after their retirement . 


R. V. KRISHNA REDDY , 

Engineer - in - Chief , 
RWS & S , Vijayawada . 


CERTAIN ASSISTANT EXECUTIVE ENGINEER ( S ) / ASSISTANT ENGINEER ( S ) OF 

ZONE - T - ON ATTAINING THE AGE OF SUPERANNUATION - RETIREMENT 


- 


NOTIFICATION - CALENDAR YEAR 2022 . 


Ref : 


1 ) Letter No.20 / 2020 / EC2 , dated 19.08.2021 of S.E. , RWS & S Srikakulam . 
2 ) Letter No.B1 / 1073 / EES / DEES / 2015 , Dated 21.08.2021 of S.E. RWS & S , 

Vizianagaram . 
3 ) Letter Rc.No.E4 / 2378 / 2015 , dated 11.8.2021 of S.E. RWS & S , Visakhpatnam . 


NOTIFICATION 


The following Assistant Executive Engineer ( s ) / Assistant Engineer ( s ) RWS & S of Zone - I will 
retire from service on attaining the age of superannuation of ( 60 ) years on the dates noted against 
their names in Column ( 1 ) of the following statement : 
SI.No. Name of the Deputy Executive Engineer . Date of birth Date of Retirement Remarks 
1 2 

3 4 

5 


--NIL- 


R. V. KRISHNA REDDY , 

Engineer - in - Chief , 
RWS & S , Vijayawada . 


--- X --- 
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